• 
..•. 
,-. 
~'ork Order ID 76459 


November-I5-II 
8:04:24 AM 


A 


Start 
Date: 
15/11/2011 


Required 
Date: 29/11/2011 


Reference: 


- 


----~ 
Jd-YJ-di- 


0.00 


0.00 


*7RA.~Q* 
Page 1 


Accept 
*NQOOO40100* 
Setup 
Start 
*N~1* 


Stop 
*N~?* 
*?* 
Cust Item ID: 
*?* 
Customer: 


Run 
Start 
*NR1 * 
Date: \\\\\\\-;: 
Tooling: 
Date: 


Date: 
SPC (YIN): 
Date: 
Stop 
*NR?* 


Set Upl 
ToolID 
Tool # 
Plan 
Accept 
Reject 
Reject 
Insp. 
Run Hours 
Code 
Qty 
Qty 
Number 
Stamp 


Start Qty: 
2.00 


Req'd 
Qty: 2.00 


O.OO~\ 


DOCUMENT 
CONTROL 
16" 
I 


Memo 
0.00 ~-~\1(dt- 'Z.'V 


Photocopy 
bluefile and create labels per PPP D407-802-012 
CHGOOI 


Memo 


Pick Kit 


Operation 
Description 


Revision 
Nbr 


Process 
Plan: -11-. _L_._J 
_ 


QC: __ 
_ 
_ 


D407 -802-012 


Crew Door Opener Installation, 
RH 


Document 
Control 


Approvals: 


105 


Item ID: 


Revision 
ID: 


Item Name: 


*1n~* 
Packaging 


Packaging 


Sequence 
IDI 
Work Center 
ID 


i Draw Nbr 


IIN-D407-802-1 


100 
.*1nn* 
DC 


110 
*11 n* 
QC 


Quality Control 


QC4- 100% Inspect kits for completeness 


Memo 


0.00 ofj) ( 


0.00 
9-lf.; \'1 '1(Z~ 


Dart Aerospace 
Ltd 
• 
• 


W/O: 
WORK ORDER CHANGES 


<II • 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mgr 
QC Inspector 


Part No: 
PAR #: 
_ 
Fault Category: 
_ 


Resolution: 
Disposition: 
_ 


NCR: Yes 
No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 


Date: 


NOTE: Date & initial all entries 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Correctiv~t:Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Actl6n Description 
Sign & 
Section A 
Initial 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
•• Chief Eng 
Date 


.' 
"" 


; 


... 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


.4! 
Work Order ID 76459 


November-15-11 
8:04:24 AM 
*7R4!)q* 
Page 2 


Item In: 
D407-802-0I2 


Revision 
ID: 


Item Name: 
Crew Door Opener Installation, RH 


Start 
Date: 
15/11/2011 


Required 
Date: 29/11/2011 


Reference: 


Start 
Qty: 
2.00 


Req'd 
Qty: 2.00 
*?* 
*?* 


Accept 
*Nqnnn4n1 nn* 


Cust Item ID: 


Customer: 


Setup 
Start *N~ 1* 


Stop 
*N~?* 


Approvals: 
Process 
Plan: 
_ 


QC: 
_ 


Date: 
_ 


Date: 
_ 


Tooling: 


SPC (YIN): 


Run 
Start 


Stop 
*NR1 * 
*NR?* 


0.00 


forshippingasperPPPD407-802-012 


Sequence 
IDI 
Work Center 
ID 
120 
*1?()* 
Packaging 


Packaging 


Operation 
Description 


Packaging 


Memo 
Identifyand a 
Location: 
PPPrev: 


Set Upl 
Run Hours 
0.00 


TooIID 
Tool # 
Plan 
Accept 
Code 
Qty 
W 


Reject 
Qty 
Reject 
Number 
Insp. 
Stamp 


130 
*1 ~()* 
QC 


QualityControl 


QC21-FinalInspection- WorkOrderRelease 


Memo 


0.00 


0.00 


Dart Aerospace 
Ltd 
.•. 


W/O: 
WORK ORDER CHANGES 
.. .~. 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mgr 
QC Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
_ 


Disposition: 
_ 


NCR: Yes 
No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


, 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


Work 
Order 
10: 
76459 


November-15-11 
8:04:30 AM 


Parent 
Item Name: 
Crew Door Opener Installation, 
RH 
4j 
7 


I 


Required 
Date: 29/11/201 I 


Required 
Qty: 2.00 


Start 
Date: 
15/11/201 I 


Start Qty: 2.00 


*7R4!)~* 
*n407 -RO?-O 1?* 
D407 -802-012 
Parent 
Item: 


Comments: 
IPP Rev:A 
10.12.02 
per revA 
DD verf:EC 


Component 
Item ill/ 
Replacement 
Mfg/ 
Bin 
Primary 
Last 
Route 
Unit of 
Qtyon 
Qty per Kit 
Total 
Qty 
Date 
Status 
Item Name 
Item 
In 
Purch 
Item 
Location 
Location 
Seq ill 
Measure 
Hand 
Qty 
Issued 
Issued 


03552-15 
Manufactured 
No 
105 
Each 
11.0000 
~ 
2 


~ 
S *n~\~"~""-1!)* 
** 
~D°sP. 
~orProp 


Location 
!&£..illy 
Loc Code 


ST272 
II 
65119 
II 


~ 
03622-5 
Manufactured 
No 
105 
Each 
12.0000 
4 


~ 


-~ 
8~6J/O&!~S2 
S' *JfI~~9-!) * 
** 
,'1-Ball' 
ud 
fSJ-3/c!if 


Location 
!&£..illy 
Loc Code 


ST070 
12 
65087 
12 
J< 


04106-2 ~ 
Manufactured 
No 
105 
Each 
2.0000 
tPJ 
2 
) 
*lim~~f)R-?* 
** 
76-UQeJ. 
GD' 
-1V\iIl Doulber, RH 
<:-/ 
Location 
!&£..illy 
Loc Code 


STl27 
2 
J 


64332 
2 


D41O~ 
Manufactured 
No 
105 
Each 
5.0000 
Cf!3 
2 
~/*(j~~;OR-4 * 
** 
C;1=93tfj 3P 
Crew Door Ooulber, RH 
)~-/-Jc;, 
Location 
Loc Qty 
Loc Code 


stl28 
5 
64334 
I 
70064 
4 


Dart Aerospace 
Ltd 
.. 


W/O: 
WORK ORDER CHANGES 


<> 


-A. 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod MQr 
QC Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
_ 


Disposition: 
_ 


NCR: Yes 
No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


.• 


\ 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


r 
Pickllst Print 
'-- 
November-]5-]] 
8:04:30 AM 
Page 2 


Parent Item Name: 
Crew Door Opener Installation, RH 


Work Order ID: 
76459 


Required Date: 29/11/2011 


Required Qty: 2.00 


52 
1l2/;JoJ73 


~ 
** 


Start Date: 15/11/2011 


Start Qty: 2.00 


10.0000 
ffJiJ 
2 
** 
?$61eO 


450.0000 *~ 


3.0000 


Loc Code 


Loc Code 
1&£.Q!x 


3 


3 


Each 


105 
Each 


1&£.Q!x 


10 


2 


8 


105 
Each 


105 


64335 


64341 


Location 


STl27 


*7R4FlQ* 
*n407 
-RO?-O 1?* 


No 


No 


Manufactured 


Manufactured 


D407-802-0I2 
Parent Item: 


D4106-5 
*114'i1rmfeFl * 
b 
Spac~~~lber 
Tt--- 
., 


D4106-7 


~7 
Yfilt1.",mrR- 7*. 
~Te~ 


1&£.Q!x 


450 


100 


3 


1 


46 


200 


100 


105 
Each 


1&£.Q!x 


14 


14 


Loc Code 


14.0000 


Loc Code 


November-]5-]] 
8:04:30 AM 
Shop Packet Print 
Page 2 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 
'- 
--..•. 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mar 
QC Inspector 


Resolution: 
Disposition: 
_ 


Part No: 
PAR #: 
_ 
Fault Category: 
_ 
NCR: Yes 
No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


, Description of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial flll entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


P;I~klistPrint 
.- 
November-15-lJ 
8:04:30 AM 
Page 3 


!&£..Q!r 


74 


74 


105 
Each 


Required Date: 29/11/2011 


Required Qty: 2.00 


~. 
~ 


8 


CK 
16 
/YJI d.OAJdd- 


104.0000 
I}1!J 
** 


Start Date: 15/11/2011 


Start Qty: 2.00 


74.0000 
GlJ 
6 
** 


103.0000 
fZ1JffY 
14 
** 
J. 


5,242.000 
~ 
** 


Loc Code 


Loc Code 


Loc Code 


Loc Code 


Each 


Loc Oty 


103 


100 


3 


Each 


!&£..Q!r 


165 


165 


5077 


5077 


105 


!&£..Q!r 


104 


15 


89 


105 
Each 


105 


*7n4~~* 
*n407 
-RO?-O 1?* 
Crew Door Opener Instal1ation, RH 


D407-802-012 
Parent Item: 


Work Order ID: 
76459 


Parent Item Name: 


CR3523-4-5 
Purchased 
No 
~~~R.larw4-~* 
Ivet 


Location 


ST314 


117423 


CR3523-~ 
Purchased 
No 


);--e 7--*~~.~.~~•.~-4-n* 


Rivet 


Location 


ST314 


115768 


CR3523:Zl~ 


116606 


Purchased 
No 
~ "~?~-4-()7* 
~RIVET 


Location 


ST314 


116606.- 
17768 


MS20426AD4-5 
Purchased 
No 
~t-*~A4?nAn4-~* 
f 
Rivet 


Location 


MEZZ 


6733 


ST317 


6874 


November-15-lJ 
8:04:30 AM 
Shop Packet Print 
Page 3 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 
" 
,-- 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mgr 
QC Inspector 


- 


Part No: 
pAR #: 
_ 
Fault Category: 
_ 


Resolution: 
Disposition: 
_ 


NCR: Yes 
No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NOTE: Date & Initial all entnes 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


... 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


~k1tst 
Print 


November-15-11 
8:04:30 AM 
Page 4 


Parent Item Name: 
Crew Door Opener Installation, RH 


oS?,;) 


Required Date: 29/1112011 


Required Qty: 2.00 


J12/J;}HHI 
;).}( 
h?1)6q~ 
~)( 


4 
** 


Start Date: 15/11/20II 


Start Qty: 2.00 


~ 
730000 


281.0000 


Loc Code 
Loc Qty 


73 


73 


Each 


105 
Each 


105 


117395 


ST302 


*7R4!)~* 
*n407 
-RO?-O1?* 


No 


No 


Purchased 


D407-802-012 
Parent Item: 


Work Order ID: 
76459 


NASI149C053zR 
Purchased 
o ~~114~~O!)~?R* 
o '-ll--wASHER 


MS21073t5 
~ *1\~0l7~1 
!)* 
\' 
nut plate 
~ -{;'1..... 


No 


ST297 


116373 


116513 


118384 


.!&£....Q!y 


281 
I 


53 


227 


105 
Each 


Loc Code 


370.0000 
~ 
12 
** 
- 
S'P 


Location 


ST297 


116391 


117460 


.!&£....Q!y 


370 


182 


188 


Loc Code 


I2x 


November-15-11 
8:04:30 AM 
Shop Packet Print 
Page 4 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 
" 
• 
"- 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
Date 
Qty 
Approval 
Approval 


I 
Chief Eng I 
Prod Mgr 
QC Inspector 


Part No: 
PAR #: 
_ 
Fault Category: 
_ 


Resolution: 
Disposition: 
_ 


NCR: Yes 
No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NOTE: Date & Initial all entries 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description 
of NC 
Corrective 
Action 
Section 
B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section 
C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


... 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


DART AEROSPACE 
LTD. 


5.0 
PARTS LIST 
REfERENCE ONLY 


IIN.D407 -802-1 
Page 25 of 28 


•• 


5.1 
0407-802.011/.012 
Crew Door Opener 
Kits 


Qty 
\d!:Y 
Part Number 
Description 
-011 
oiZ 
>< \ I 
0407.802-011 
CREW DOOR OPENER 
KIT, LH 
~ 
0407.802-012 
CREW DOOR OPENER 
KIT, RH 


1 
1J 
D3S52-::1S-~ 
1 
DOOR PROP 


2 
(~2 
_03622-S 
"- 
:>BALL STUD 


1 
04106-1 
SILL DOUBLER, 
LH 
.r1~ 
-04106-2 
'7 
SILL DOUBLER, 
RH 


04106.3 
- 
CREW DOOR DOUBLER, 
LH 
1 
,-t-...-D4J06'Ol4--" 
CREW DOOR DOUBLER, 
RH 


1 
~~' 
,.041 06~5 -'.- 7 
SPACER 
SILL DOUBLER 


1 
J 
1 
-04'1"06=7--:-1 
TEMPLATE 


26 
~~26 
CR3S23-4~2"- 
-RIVET 
4L 
4 
-CR;3.52.H-4-.-:./ 
RIVET 
.. 
.CR3S23.4-S/ 
RIVET 
3 
I 
3 
8 I 
8 
CR3523-4-6 7 
RIVET 


7 
~ 7 
_CR3S23-4-7 
""- 
:RIVET 
, 


4 
r::r 
MS20426AD4::S 
tfrVET 


2 
! 2 
MS21 073 Ls'"'f 
ANCHOR 
NUT 


6 
i.6 
NAS 1149COS32R 
;WASHER 


6 
/6 
0'. 
NAS .'l149C0563fL 
'WASHER 


• COPYRIGHT 
~ 
2010 
BY DART 
AEROSPACE 
LTD. 
THIS DOCUMENT 
IS PRIVATE 
AND CONFIDENTIAL 
AND IS SUPPLIED 
ON THE EXPRESS 
CONDITION 
THAT IT IS NOT TO BE USED FOR ANY PURPOSE 
OR COPIED 
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Revision: A 
Date: 10,10.13 


